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NOTICE 
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The undermentioned Gazettes of India F.xtreordincry were published upto the 9th 
September, 1966 : — 


Issue No. and Date Issued by Subject 

No. 


175 G.S.R. 1377, dated the 5th 
Sept., 1966. 


176 G.S.R. 1378, dated the 7th 
Sept., 1966. 


177 G.S.R. 1379, dated the 7th 
Sept., 1966. 


Ministry of Food, Delegation of powers by the 
Agriculture, Com- Central Govt, to State Govt, 

munity Develop- for the purpose of fixation of 

ment and Co-ope- the price of sugar, 

ration. 

Ministry of Finance. Direction by the Central Govt. 

for the removal of goods 
specified therein from one 
warehouse to another. 

Do. Further amendments in the 

Notification of the Govt, of 
India in the Ministry of Fi- 
nance (Department of Revenue) 
No. 145-Customa dated the 
10th May 1958. 
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Issue No. and Date Issued by Subject 

No. 


178 


179 


180 


181 


G.S.R, 1380, dated the 6th 
Sept., 1966. 


G.S.R. 1381, dated the 7 th 
Sept., 1966. 


G.S.R. 1382, dated the 9th 
Sept., 1966. 


G.S.R. 1383 dated the 9th 
Sept., 1966, 


Ministry of Finance 


Ministry of Railways 


Ministry of Food, 
Agriculture, Com- 
munity Develop- 
ment and Co-opera- 
tion. 

Ministry of Health 
and Family Plan- 
ning. 


Amendments to the Ministry 
of Finance (Department of 
Revenue and Insurance) Noti- 
fication No. 3/1/65 — TC(E), 
dated the 27m September 
1965. 

Rules regulating the Conditions 
of service of the absorbed 
Railway employees of the Union 
Territory of Goa. 

Amendment to the Foodgrains 
(Prohibition of Use in Manu- 
facture of Starch) Order, 1966. 


Rules further to amend the Central 
Health Service Rules, 1963. 


3?r fV% «Rrerr™r tF/ftt itftbtr smnp, fafasr fswft % -rra 

Rtntnr Vt* it Vsr fr Tibift i nmv % tir TurcVf % : srrft errdar 

% 1 0 fa*r % fftciT igpR ^1% i 

Copies of the Gazettes Extraordinary mentioned above will be supplied on 
indent to the Manager of Publications, Civil Lines, Delhi. Indents should be 
submitted so as to reach the Manager within ten days of the date of issue of 
these Gazettes. 


Riu II — < 3 <nr 3 — wnu (i) 

PART II — Section 3 — Sub-section (i) 

(np ww *t umr mw stnnif «fr (V«r nw-qW 4 nwit 

mfawriW MV ^ aufufir wuW «riV wrtf 
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General Statutory Rules (including orders, bye-laws etc. of a general 
character) Issued by the Ministries of the Government of India (other 
than the Ministry of Defence) and by Central Authorities (other than 
the Administrations of Union Territories). 


MINISTRY OF HOME AFFAIRS 

New Delhi, the 2 nd September 1966 

G.S.R. 1436 . — In pursuance of rule 7 of the Indian Administrative Service 
(Recruitment) Rules, 1954 , the Central Government, in consultation with the 
State Governments and the Union Public Service Commission, hereby makes 
the following regulations to further amend the Indian Administrative Service 
(Appointment by Competitive Examination) Regulations, 1955 , namely: — 

1. (1) These regulations may be called the Indian Administrative Service 
(Appointment by Competitive Examination) Second Amendment Regulations, 
1966 . 

( 2 ) They shall be deemed to have come into force with effect from the 16 th 
April, 1966 , 
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2. In clause (iii) of regulation 4 of the Indian Administrative Service (Ap- 
pointment by Competitive Examination! Regulations, 1955, — 

(a) for the words “or possess a qualification which has been recognised by 

the Central Government as equivalent to a degree”, the words “or 
possess a qualification which has been recognised by the Central 
Government for the purposes of admission to the examination” shall 
be substituted; 

(b) In paragraph (a) of the proviso, the words “on the recommendation 

or the Central Government shall be omitted. 


[No. 1/1 /G6-AIS(I)-A.] 

G.S.R 1437. — In pursuance of rule 7 of the Indian Police Service (Recruitment) 
Rules, 1954, the Central Government, in consultation with the Slate Governments 
and the Union Public Service Commission, hereby makes the following regula- 
tions to further amend the Indian Police Service (Appointment by Competitive 
Examination) Regulations, 1955, namely: — - 

1- (1) These regulations may be called the Indian Police Service (Appoint- 
ment by Competitive Examination) Second Amendment Regulations, 1966. 

(2) They shall be deemed to have come into force with effect from the 16th 
April, 1906. 

2. In clause (iii) of regulation 4 of the Indian Police Service (Appointment 
by Competitive Examination) Regulations, 1955, — 

(a) for the words “or possess a qualification which has been recognised 

by the Central Government as equivalent- to a degree”, the words 
“or possess a qualification which has been recognised by the Central 
Government for the purposes of admission to the examination” shall 
be substituted; 

(b) in paragraph (a) of the proviso, the words '“on the recommendation 

of the Central Government” shall be omitted. 

fNo. l/l/66-AIS(I)-B.] 


New Delhi, the 13 th September 1966 

G.S.R. 1438.— In pursuance of Rule 11 of the Indian Police Service (Pay) Rules, 
1954 the Central Government in consultation with the Government of Bihar, 
hereby makes the following amendments in Schedule III appended to the said 
rules: — 


Amendments 

In the said Schedule III, 

(1) Under the heading “A — posts carryihg pay above the time scale pay of 
"the Indian Police Service under the State Governments”. 

against ’Bihar’ the following entry shall be added viz. 

“Deputy Inspector General-cum- Additional Commandant General, Home 
Guards Bihar.— 1,600— 100— 1,800”. 

(2) Under the heading “B— Posts carrying pay in the senior time-scale of the 
Indian Police Service under the State Governments including posts carrying 
special pays in addition to pay in the time-scale”. 

against ‘Bihar’. 

(a) the following entries shall be added viz '. — 

“Superintendent of Police ’S’ C.I.D., Special Branch, Bihar, Superintendent 
of Police ‘C’ C.I.D., Crime Branch, Bihar. Superintendent of Po ice 
‘■D’ C.I.D. Crime Branch, Bihar, 

Superintendent of Police. Superintendents of Police Railways. Deputy 
Commandant B.H.P. VIII Patna, Commandants. Home Guards, 
Bihar. Additional Superintendents of Police (Dehri, Saran, Sahlb- 
ganj, Bcgusarai, Patna. Gaya and Giridih)”. 

(b) the following entries shall be deleted viz: — 

•“Superintendent of Police C (Crime Branch) C.I.D , Superintendent (s) Of 
Police of Districts, Superintendents of Police Railways.”, 
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3 These amendmonls wlh tome info (orce (torn the date of their publication 1 
in the Gazette of India. 

[No. 1/110 /66-A.I.S, II-T 

G.S.R. 1439 — In pursuance of sub-rule (2) of rule 4 of the Indian Police- 
Service (Cadre) Rules, 1954 the Central Government, in consultation with the 
Government of Bihar, have revised the strength and composition of the Indian 
Police Service cadre of Bihar and hereby direct that in the Schedule to the Indian 
Police Service (Fixation of Cadre Strength) Regulations, 1955: 

(i) For the entries relating ‘BIHAR' the following entries shall be substituted 
namely: — 

“BIHAR” 

I. Senior posts under State Government .... 57 

Inspector General of Police ...... i 

Deputy Inspectors General of Police .... 7 

Deputy Inspector Gcncral-cum-Additional Commandant 

General, Home Guards, Bihar .... i 

Assistants to the Inspector General of Police ... 3 

Superintendent of Police ‘A’, C.I.D. Special Branch, Bihar I 

Superintendent of Police ‘B’ C.I.D. Special Branch, Bihar . i 

Superintendent of Police ‘S’ C.I.D,, Special Branch, Bihar . I 

Superintendent of Police ‘C’ C.I.D., Crime Branch, Bihar i 

Superintendent of Police ‘D’ C.I.D. Crime Branch, Bihar , r 

Superintendents of Police ...... 19 

Superintendents of Police, Railways .... 2 

Principal, Police Training College ..... t 

Commandants, Military Police ..... 8 

Deputy Commandant, B.M.P.VIII, Patna ... i 

Commandants, Home Guard, Bihar .... 2 

Additional Superintendents of Police (Dehrj, Saran, Sahib- 

ganj, Begusarai, Patna, Gaya and Giridih) ... 57 

2. Senior Posts under Central Government ... 23 

80 

3*. Posts to be filled by promotion in accordance with rule 9 

of the Indian Police Service (Recruitment) Rules, 1954 . 20 

4. Posts to be filled by Direct recruitment ... 60 

5. Deputation Reserve @ 20 per cent of 4 above . . 12 

6. Leave reserve @ 11% of 4 above .... 7 

7. Junior posts @ 20-60 percent of 4 above ... 12 

8. Training reserve @ 10-59 perc ent of 4 above , . 6 

Direct Recruitment posts ...... 97 

Promotion posts ....... 20 

1 17 


Total Authorised Strength 
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2. The amendment shall come into lorce on the date of its publication in the 
■Gazette of India. 


INo, 7/1 (3) /66-AIS (I) .] 


G.S-R. 1440. — In pursuance of sub-rule (1) of rule 8 of the Indian Administra- 
tive Service (Recruitment) Rules, 1954, the Central Government, in consultation 
vnth the Government of Orissa and the Union Public Service Commission, hereby 
makes the following regu'ations further to amend the Indian Administrative 
Service (Appointment by Promotion) Regulations, 1955, namely: — 


1. (1) These Regulations may be called the Indian Administrative Service 
(Appointment by Promotion) Third Amendment Regulations, 19B6. 

(2) They shall come into force on the date of their publication in the official 
■Gazette. 


2. In the Schedule to the Indian Administrative Service (Appointment by 
Promotion) Regulations. 1955, In the entries in column 3 relating to the State of 
Orissa, after entry (3) the following entry shall be inserted, namely: — 


"(4) Development Commissioner-cum-Additional 
Government of Orissa.” 


Chief Secretary to the 
[No. 16/&/66-AIS (III) .) 


G.S.R. 1441. — In exercise of the powers conferred by sub-section (1) of section 
■3 of the All-India Services Act, 1951, (61 of 1951), the Central Government, after 
consultation with the Governments of the States concerned, hereby makes the 
following rules further to amend the Indian Administrative Service (Recruit- 
ment) Rules, 1954, namely: — 

1. (1) These rules may be called the Indian Administrative Service (Recruit- 
ment) Second Amendment Rules, 1966. 


(2) They shall come into force pn the date of their publication in the 
Official Gazette. 

2. In the Indian Administrative Service (Recruitment) Rules, 1954,— 


(i) in rule 2, after clause (a), the following clause shall be inserted, name- 
ly:— 

“(aa) ‘direct recruit’ means a person appointed to the Service after re- 
cruitment under clause (a) of sub-rule (1) of rule 4;” 

<ii) rule 6 shall be renumbered as sub-rule (1) the eof and after sub-rule 
(1) as so renumbered, the following sub-rules shall be inserted 
hamely: — 

"(2) The Initial appointments of persons recruited to the Service under 
clause (a) of sub-rule (1) of rule 4 shall be in the junior time- 
scale of pay, 

(3) The initial appointments of persons recruited to the Service under 
clause (b) or clause (c) of sub-rule (1) of rule 4 shall be in the 
senior time-scale of pay In accordance with the provisions of the 
Indian Administrative Service (Appointment by Promotion) Regu- 
lations, 1955, or the Indian Administrative Service (Appointment 
by Selection) Regulations, 1956, as the case may be;’’ 

•(iii) after rule 8, the following rule shall be inserted, namely: — 


“0A. Appointments of direct recruits to posts in the Senior time-scale of 
pay . — (1) Appointments of direct recruits to posts in the senior 
time-scale of pay shall be made by the State Government concern- 
ed, 

(2) A direct recruit In the junior time-scale of pay shall be appointed to 
a post in the senior time-scale of pay if, haviig regard to his length 
of service, experience, and performance in the junior time-scale 
of pay, the State Government Is satisfied that he is suitable for 
appointment to a post In the senior time-scale of pay. 


;(3) Notwithstanding anything contained in sub-rule (2), the State Gov- 
ernment may appoint a direct recruit at any time to a post In the 
senior time-scale of pay as a purely temporary or local arrange- 
ment.”. 


[No. 23 /46/63-AIS (III) -A.] 
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G.S.R. 1442. — In exercise of the powers conferred by sub-section (1) of section 
3 of the All-India Services Act, 1951 (61 of 1951), the Central Government, after 
consultation with the Governments of the States concerned, hereby makes the 
following rules further to amend the Indian Police Service (Recruitment) nules, 
1954, namely: — 

1. (1) These rules may be called the Indian Police Service (Recruitment) 
Second Amendment Rules, 1966. 

(2) They shall come into force on the date of their publication in the Official 
Gazette. * 

2. In the Indian Police Service (Recruitment) Rules. 1954, — 

(i) in rule 2, after clause (a), the following clause shall be inserted, name- 
ly:— 

"(aa) ‘direct recruit' means a person appointed to the Service after re- 
cruitment under clause (a) of sub-rule (!) of rule 4;” 

(IP rule 6 shall be renumbered as sub-rule (1) thereof and after sub-rule 
(1) as so renumbered, the following sub-mles shall be inserted, 
namely: — 

“(2) The initial appointments of persons recruited to the Service under 
clause (a) of sub-rule (1) of rule 4 shall be in the junior time- 
scale of pay. 

(3) The initial appointments of persons recruited to the Service under 
clause (b) of sub-rule (1) of rule 4 shall be in the senior time- 
scale of pay in acco~dance with the provisions of the Indian Police: 
Service (Appointment by Promotion) Regulation/, 1955;” 

(iii) after rule 6, the following rule shall be inserted, namely; — 

“6A. Appointments of direct recruits to posts in the Senior time-scale of 
pay . — (1) Appointments of direct recruits to posts in the senior 
time-scale of pay shall be made by the State Government con- 
cerned. 

(2) A direct recruit In the junior time-scale of pay shall be appointed to 
a post In the senior time-scale of pay if, having regard to his length 
of service, experience, and performance in the junior time-scale 
of pay, the State Government is satisfied that he is suitable for 
appointment to a post in the senior time-scale of pay. 


(3) Notwithstanding anything contained in sub-rule (2), the State Go- 
vernment may appoint a direct recruit at any time to a post in the 
senior time-scale of pay as a purely temporary or local arrange- 
ment”- 

[No. 23 / 46 / 63 -AIS (ni) -B.] 
New Delhi, the 14th September 1966 

G.S R. 1443.— In pursuance of Rule II of the Indian Administrative Service 
(Pay) Rules 1954 the Central Government In consultation with the Government 
of Maharashtra hereby makes the following amendments to Schedule III appended 
to the said Rules, viz., 

Amendments 


In the said Schedule III, under the heading ‘3 Posts carrying pay in the senior 
time scale of the Indian Administrative Service under the State Governments 
Including posts carrying special pays in addition to pay in the time scale , against 
'MAHARASHTRA' 


(i) the following entries shall be added, viz. 


'Deputy or Joint Secretaries to Government 

Deputy Commissioners of Divisions 

Director of Administrative Staff College 

General Manager, Maharashtra Road Transport Corporation 

Joint Director of Industries 

Private Secretary to Chief Minister’ 
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(ii) the folowing entries shall be deleted, viz. 

“Joint Secretary (les) to Government 
Deputy Secretary (les) to Government.” 

These amendments will come into force from the date of their publication in 
the Gazette of India. 


[No. l/121/66-AIS(II).] 

G.S.R. 1444. — In pursuance of sub-rule (2) of rule 4 of the Indian Adminis- 
trative Service (Cadre) Rules, 1954, the Central Government in consultation with 
the Government of Maharashtra have revised the Strength and composition of 
the Indian Administrative Service cadre of Maharashtra and hereby direct that 
in the Schedule to the Indian Administrative Service (Fixation of Cadre Strength) 
Regulations, 1955: — 

(I) For the entries relating to "Maharashtra” the following entries shall be 
substituted namely: — 


MAHARASHTRA 

1. Senior posts under State Government ..... 114 

Chief Secretary to Government & Development Commissioner . 1 

Secretaries to Government ........ 9 

Commissioners of Divisions ...... 4 

Commissioner of Sales Tax ..... . . . . 1 

Motor Transport Controller ....... 1 

Settlement Commissioner & Director of Land Records . 1 

Deputy or Joint Secretaries to Government .... 20 

Municipal Commissioner for the Cities of Bombay, Poona, Nagpur 

and Sholapur .... ... 4 

Secretary to Governor ........ 1 

Collectors .......... 26 

Chief Executive Officers, Zilla Pafi.shads 25 

Additional Collectors ...... . 3 

Registrar of Co-operative Societies ...... 1 

Joint Registrar of Co-operative Societies . . 2 

Deputy Director of Land Records .... . 1 

Director of Transport ........ I 

Director of Prohibition and Excise . .... 1 

Deputy Cofntnissioher of Sales Tax ..... 1 

Inspector General of Prisons . ... I 

Director of Social Welfare ... ... 1 

Chief Executive Officer, Maharashtra Industrial Development Cor 

poratiOD ^ . t 

Deputy Commissioners of Divisions .... 4 

Director of Administrative Staff College ..... t 

General Manager, Maharashtra State Road Transport Corporation ’ 1 

Joint Director of Industries ...... t 

Private Secretary to Chief Minister ...... 1 


114 

2 . Senior postp under Central, Governrgent ..... 46 


160 
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3. Posts to be filled by promotion and Selection in accordance with rule 

8 of the Indian Administrative Service (Recruitment) Rules, 1954 40 


4. Posts to fie filled by Direct Recruitment 

5. Deputation Reserve at 20% of 4 above . 

6. Leave Reserve at 1 1 % of 4 above 

7. Junior posts at 20-60% of 4 above 

8. Training Reserve at it- J9 % of 4 above 

Direct Recruitment Posts 
Promotion Posts . 

Total Authorised Strength 


120 

24 
13 

25 
•14 


196 

40 

236 


2, This will come into force on the date of its publication in the official Gazette 

[No. 6/1(10) /06-AIS(I).] 
New Delhi, the 15th September 1966 

G.S.It. 1445. — In pursuance of rule* 11 of the Indian Administrative Service 
(Pay) Rules, 1964, the Central Government after consultation with the Govern- 
ment of Andhra Pradesh hereby makes the following amendments in Schedule 
III appended to the said Rules: 


Amendments 


“In the said Schedule III — 

(1) Under the heading ‘A’-posts carrying pay above the time scale pay of 

the Indian Administrative Service under the State Governments” 
against ‘Andhra Pradesh’ the following entries shall be added, viz: — 

“Nazim Atiyat ' 2500—125/2—2750” 

“Special Secretary to Government and 
Commissioner Panchayati Raj 2500 — 126/2 — 2750” 

(2) Under the heading *B’-posta carrying pay in the senior time-scale of 

the Indian Administrative Service under the State Governments in- 
cluding posts carrying special pays in addition to pay in the time scale 
against ’Andhra Pradesh’ the following entry shall be deleted, viz: — 

“Nazim Atiyat" 


[No. 1/102 /00-AIS.IL] 


CORRIGENDUM 

New Delhi, the 16 th September 1966 

G.S.It. 1446. — In the Ministry of Home Affairs Notification No. 1/95/06-AIS.II, 
dated the 4th August 1966, published as G.S.R, No. 1230 in Part II Section 3(i) of 
the Gazette of India, dated the 13th August 1966. after the preamble, the 
following words shall be substituted, viz.: — 

“These amendments shall come into force from the date of their publication 
In the Gar.ette of India.” 


[No, 1/95/66-AIS.II.] 
A. N. BATABYAL. Under Secy. 



Sec; 3.(1)] THE GAZETTE OF INDIA; SEPTEMBER 24, 1960/A9VINA 2, 1888 1617 


New Delhi, the 14 th September I960 

G S.R 1447. — In exercise of the powers conferred by Section 18 of the Central 
Reserve Police Force Act, 1949 (66 of 1949), the Central Government hereby 
makes the following rules further to amend the Central Reserve Police Force 
Rules, 1965, namely: — 

1. These rules may be called the Central Reserve Police Force (5th Amendment) 
Rules, 1063. 

* 

2. In rule 48 of the Central Reserve Police Force Rules, 1955, for expression 
"‘■Rt 4" the expression -'Rs, 6 1 ' shall be substituted. 


[No. F. 8/l(s)/85-P.IL] 
D. N. BARUA, Under Secy. 


CORRIGENDUM 

New Delhi, the 12th September 1^66 

G.S.R. 1448.— In the Settlement Officer (Laccadive, Minicoy and Amindivl 
Islands Administration) Recruitment Rules. 1906, published with the notification 
of Government of India in the Ministry of Home Affairs Nd’ G.S.R. 1301 [F. No. 
71/2(5)66-ANL], dated 17th August, 1966, the following correction shall be made: — 

In column 4 of the Schedule to the said notification, 'for the existing entry 
“Rs. 350 — 25 — 300 — 80—4590 — EB — 30 — 800 — EB— 830— 900” the following shall be 
substituted: — 

“Rs. 350 — 23—500 — 30—590 — EB — 30 — 800 — EB — 830 — 35 — 900”. 

71/2(5)e«-ANL.] 
Y. D. SEHGAL, Under Secy 



New Delhi, the 14 th September 1966 


G.S.R.I449 In exercise of the powers conferred by the proviso to artiefe 3C9 of the Constitution, the President hereby makes the following rulesl 
further to amend the Class III and Class IV Posts (Office of the Commissioner for Linguistic Minorities) Recruit ment ’Rules, 1962 published with the 
notification of the Government of India in the Ministry of Home Affairs No. GSR 822 dated the 16th June, 1962, namely : — 

1. (1) These rules may be called the Class III and Class IV Posts(Officc of the Commissioner for Linguistic Minorities) Recruitment (Amendment; 
Rules, 1966. 

(2) They shall come into force on the date of their publication in the Gazette. 

2. In the schedule to Class III and Class IV Posts (Office of the Commiaajce^r for LinguisticMinorities) Recruilircm Rules , 1962, after the entry 
relating to the post of Statistical Assistant, the following shall be inserted, namely 


I 

2 3 

4 

6 

789 

IQ II 

I 

Assistant 

1 General Central 
Services Class 

1 1 1, Non- 
Gaze tted. 
Ministerial. 

Rs. 

210 — 10 — Non- 
270 — 15 — selection 
300 — EB 
—15—450 
— EB — 20 
—530 

By promotion 
failing 
which by 
transfer on 
deputation. 

Not app- Not app- Two years, 
licable. heebie. 

Not app- Promotion 

licab Ie. U . D . Cs. with at least 

5 years service in the 
grade. 

Deputation 

Not app- 
licable. 


Grade I Officers of 
the Central Sec- 
retariat Clerical 
Service. 


[No. F. 9/8/66-OL] 

P. N. KAUL, 
Dy Secy. 
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ERRATA 

New Delhi, the nth September 1966 

G-S.R. 1450, — In the notification of the Government of India in the Ministry of 
Home Affairs No. G.S.R, 1080, dated the 2nd July, 1966 published at page 1200 in 
part II, Section 3 (i) of the Gazette of India dated the 9th July, 1966 in clause (b). 

For “Column 4”. 

Read “Column 3”. 


[No. F. 15/8/64-P.IV.] 
G. L. BAILUR. Under Secy. 


MINISTRY OF FOOD, AGRICULTURE, COMMUNITY DEVELOPMENT AND 

COOPERATION 

(Department of Cooperation) 

New Delhi , the 9 th September 1966 

G-S.R. 1451.— In exercise of the powers conferred by the proviso to article 300 
of the Constitution, the President hereby makes the following rules regulating 
the method of recruitment of presons to General Central Service Class IV (Non- 
Minlsterial) posts In the Department of Cooperation, namely: — 

1. Short title. — These rules may be called the Department of Cooperation (Class 
IV Posts) Recruitment Rules, 1966, 

2. Application. — These rules shall apply for recruitment to the posts specified 
in column 1 of the Schedule annexed herdto. 

3. Number, Classification and Scale of Pay. — The number of posts, their classifi- 
cation and the scales of pay attached to them shall be as specified in columns 2 
to 4 of the said Schedule. 

4. Method of recruitment, age limit and other Qualifications. -The method of 
recruitment, age limit, qualifications and other matters connected therewith shall 
be as specified in columns 5 to 13 of the Scheduled aforesaid. Provided that the 
maximum age limit prescribed in column 6 of the Schedule may be relaxed in 
the case of persons belonging to Scheduled Castes/ Tribes and other special cate- 
gories in accordance with the orders issued by the Government of India from time 
to time. 

5. Disqualifications, — (a) No person, who has more than one wife living or 
who, having a spouse living, marries in any case in which such marriage is void 
by reason of its taking place during the life-time of such spouse; shall be eligible 
for appointment to the said post, and 

(b) no woman, whose marriage is void by reason of the husband having a wife 
living at the time of such marriage or who has married a person who has a wife 
living at the time of such marriage, shall be eligible for appointment to the said 
post: 

Provided that the Central Government may, if satisfied that there are special' 
grounds for so ordering, exempt any person from the operation of this rule. 
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Recruitment rules for the post of packers in the Ministry (Department of Cooperation ) 


Name of the 

No. Classification 

Scale of 

Whe thcr Age 1 i m it 

Educational and 

other 

post 

of 

pay 

Selection for direct 

Qualifications 

re- 

posts 

post or recruits 

qVtired for 

direct 




Non- 

recruits 





Selection 

post 




1 


23 456 


7 



Rs. 



20 General 

70 — 1—80 — Not app- 

18-25 

Essential : 

Central 

EB — 1 — 85. licable. 

years 

Middle School Stan- 

Services 

dard Pass. 

Class IV 
Non- 



Desirable 

Gazetted. 



Experience in pack- 




ing publications and 
publicity material. 
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Community Development & Coorperation Department o] Cooperation 


Whether age & Period of 
educational probation, 

qualifications, if any 

prescribed for 
the direct rec- 
ruits will apply 
in thS case of 
promotecs 

Method of 
recruitment 
whether by 
direct reett. 
or by promo- 
tion or 
transfer & 
percentage of 
the vacancies 
to be filled by 
various me- 
thods 

In case of 
reett. by pro- 
motion, trans- 
fer, grades 
from which 
promotion 
to be made 

IfaDPC 
exists what is 
its composi- 
tion 

Circumstances 
in which U.P. 
S.C. is to be 
consulted in 
making rec- 
ruitment 

8 9 

10 

II 

12 

13 

Not applicable 6 months 

Direct 

Not applicable 

Not applicable 

Not applicable. 




[No. I-'. 17/2/65-Admn.] 




RAM DEV, 

Under Secy. 

MINISTRY 

OF HEALTH 

& FAMILY 

PLANNING 



New Delhi, the 7th September 1966 

G.S.R. 1452. — In exercise ol the powers conferred by sections 4 and 32 of the- 
Indian Medical Council Act, 1C5G (102 of 1956) the Central Government hereby 
makes the following rules further to amend the Indian Medical Council (Election 
of Licentiates) Rules, 1965, namely: — 

1. These rules may be called the Indian Medical Council (Election of Licenti- 
ates) Amendment (Second) Rules, 1966. 

2. In the Indian Medical Council (Election of Licentiates) Rules, 1965 

(i) In sub-rule (2) of rule 20, the following words shall be inserted at the 

end namely — 

“The reasons for rejection shall also be recorded, in brief, on the voting- 
paper.” 

(ii) in sub-rule (2) of rule 22, for the words “to be drawn in the presence 

of the Returning Officer”, the following words shall be substituted” 
namely:— 

"To be drawn by the Returning Officer or any other Officer authorised 
by him.” 

(iii) In rule 23, the following words shall be omitted, namely: — 

“If any candidate thus shown to be elected refuses to accept election then- 
in the place of that candidate of the remaining candidates to whom 
the next largest number of votes have been giyen shall be held 
to have been elected and the same procedure shall be followed 
as often as a vacancy is caused in this way.” 

[No. F.4-3/65-MPT.]' 
P. C. ARORA, Under Secy. 
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New Delhi, the 16th September 1966 

G.S.R. 1453, — In exercise of the powers conferred by section 33N of the Drugs 
and Cosmetics Act, 1940 (23 of 1940), the Central Government hereby notifies, — 

(a) that the draft Drugs and Cosmetics (Amendment) Rules, 1966 published 

with the Notification of the Government of India in the Ministry of 
Heaith and Family Planning No. F. 1-44/64-D, dated the 10th May, 
1966 would be taken into consideration on or after the 31st October, 
1966 (instead of 31st July, 1966); 

(b) that any objections or suggestions which may be received from any 

person with respect to the said draft before the 31st October, 1966 
will be considered by the Central Government, 

•and makes the following amendments in the Notification of the Government of 
.India In the Ministry of Health and Family Planning No. F. 1-44/64-D dated the 
10th May, 1966, namely: — 

In the said Notification, for the figures, word and lettcis “31st July, 1966”, 
the figures, word and letters “31st October, 1966" shall be substituted. 

[No. F. 1-44/64-D.] 
AMAR NATH VARMA, Under Secy. 

MINISTRY OF TRANSPORT AND AVIATION 
(Department of Transport, Shipping and Tourism) 

(Transport Wing) 

New Delhi, the lblh September 1966 

G.S.R. 1454. — Iri exercise of the powers conferred by sub-section (1) of section 
“35 of the Indian Ports Act, 1903 (15 of 1908), the Central Government hereby 
directs that with effect from the date of publication of this Notification, the sur- 
charge leviable on the rates specified in the Table of Pilotage Fees given in the 
Notification of the Government of India in the Ministry of Transport and Com- 
munications, Department of Transport (Transport Wing) No. G.S.R 1295, dated 
the 25th October, 1960_shall be 215 per cent instead of 100 per cent in the case of 
vessels, not being home trade vessels, employed in trading between any port or 
place in India and any other port or place or between ports or places outside 
India. 


[No. 9-PG(81)/66.] 
S. K. GIDWANI, Under Secy. 


MINISTRY OF COMMERCE 

New Delhi, the 30th August 1966 

G.S.R. 1455,— In exercise of the powers conferred by the proviso to article 309 
of the Constitution, the President hereby makes the following rules further to 
amend the Import and Export Trade Control Organisation Class III Recruitment 
Rules, 1957, namely: — 

1. These rules may be called the Import and Export Trade Control Organisa- 
tion Class III Recruitment (Amendment) Rules, 1966. 

2. In the Import and Export Trade Control Organisation (Class III) Recruit- 
ment Rules, 1957, after rule 2, the following rule shall be inserted, namely: — 

“3. Power to relax . — Where the Central Government is of opinion that it is 
necessary or expedient so to do, it may by order, for reasons to be 
recorded in writing, relax any of the provisions of these rules with 
respect to any class or category of persons." 

[No. 6/89/64-E.III-IL] 

G.S.R. 1456. — In exercise of the powers conferred by the proviso to article 309 
x>f the Constitution, the President hereby makes the following rules further to 
amend the Investigators (Import and Export Trade Control Organisation) 
Recruitment Rules, 1982, namely: — 

1, These rules may be called the Investigators (Import and Export Trade 
Control Organisation Recruitment (Amendment) Rules, 1966. 
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2, In the Investigators (Import and Export Trade Control Organisation) Re- 
cruitment Rules, 1962, after rule 5, the following rule shall be inserted, namely:— 

"6. Power to relax . — Where the Central Government is of opinion that it is 
necessary or expedient so to do, it may by order, for reasons to 
be recorded in writing, relax any of the provisions of these rules: 
with respect to any class or category of persons.” 

[No. 6/89/64-E.III-I.J 

G.S.U. 1457. — In exercise of the powers conferred by the proviso to article 309 
of the Constitution, the President hereby makes the following rules further to 
amend the Imports and Exports Trade Control Organisation Accountant Recruit- 
ment Rules, 1961, namely: — 

1. These rules may be called the Imports and Exports Trade Control Organ- 
isation (Accountant) Recruitment (Amendment) Rules, 1966. 

2. In the Imports and Exports Trade Control Organisation (Accountant) 
Recruitment Rules, 1961, after rule 5, the following rule shall be inserted, namely: — - 

”6. Power to relax . — Where the Central Government Is of opinion that it is 
necessary or expedient so to do, it may by order, for reasons to be 
recorded in writing, relax any of the provisions of these rules with 
respect to any class or category of persons.” 

[No. 6/89 /64-E.III-III.] 

GSR 1458 . — In exercise of the powers conferred by the proviso to article 309 
of the Constitution, the President hereby makes the following rules further to 
amend the Imports and Exports Trade Control Organisation Telephone Operator 
Recruitment Rules, 1961, namely: — 

1. These rules may be called the Imports and Exports Trade Control Organisa- 
tion (Telephone Operator) Recruitment (Amendment) Rules, 1960. 

2. In the Imports and Exports Trade Control Organisation (Telephony Opera- 
tor) Recruitment Rules, 1961, after rule 4,' the following rule shall be inserted, 
namely: — 

"5. Power to relax . — Where the Central Government Is of opinion that it 
Is necessary or expedient so to do, It may by order, for reasons to 
be recorded in writing, relax any of the provisions of these rules 
with respect to any class or category of persons.” 

[No. 6/89/ 04-E.III-l V. ] 
T. S. PARAMESWARAN, Under Secy. 


SlfarRl HTORR 

dtFTOTf, 30 SPIRT, 1966 

sfto Rffo TO 7 ° 1459 . rFtoJRT % 309 T ^TORtl 57 TT TOJrT 

WfWlf «PT TOlPT TOUT fnr Tp^rFcT STRUT TOTO FTOlfa TOTTK FTORTOr (M 3) TOff 

OrPT 1 9 5 7 ^ TOT TPT sfpT Prom TOTO % FTO[ fTOdfRf>Tn Ftopt TOTTO # I : — 

1 . TO FTOTTO TOf TOTOTT TOT FtoFPT TOTTTC FTOTTOT RTOTO (TOTT 3) WTfff (TOTOTOT) 

Ftopt, 1966 ‘ 5 fm 1 1 

2 . STOTT TOT FTO% ■RTTIT FtoRRT RRTO 3 ) TOff FTOPT 1957 ^ FrPT 

2 % iTO FTOTOfTOFTO FtoPt TfTOTOfTO FTTO TO^lT I TOlfa: — 

"3. 5rF*RT 

■3T?r TOTOT TOR TOT TO TOT £ Ft TOTT TOTOT SRTOroT TO eft TO STROP 

arc, Ftott tttto to FtFto totot tow, fTOfr srw tot % toFtor! % toton 

IT Prtto % Ft# TOW % jtR ^ RTOTt £ l” 

[*° 6 ( 89 ,)/p 4 -jf° 3 ] 
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afto tifTo inTa 1460 . — wfejR % 309 % arm 944 urTwiff 49 

9939 479 StT TRJ'TFt IT WIT 947 f44?4 WFTF: f44447 '7934 («6J4ErT4T) 9*f f499 
1 9 6 2 Jr 949 am 9V *nrrt 94 97ft % fan; f 4 P 9 fafa 9 f 499 9419 f , Wrr: — 

1. ^4 ffamt fa if WIT 447 ffafa 397477 f4944 #034 (^faHTW) 99f (^flTtEPT ) 

ffam, lsee^T^rr^iT i 

2. 9T9T4 44T f49?4 WTTR. f4994 4934 (9499744) 9?ff fa49 1962 % 

ffafa 5 % 9TT f4t4faf : 99 f499 9ffa97f94 ffan 4fa4T, 94frT: — 

“6. ^ %% 5Tf**fT 

447 4774 97677 HT’tJllI f% rrqr 9T74T TTTWT 41 6Tfafa4 fc, fa Wf. 9Tfa 
3177, ffafa 9974t fa fafar *9 if 49T97 97997, ffaff fafa 9997 4»f % S9ffaiff %■ 
9R9j if ?4 ffarfa % ffart 449^9 if «fa % Trfat £ 1 " 

[4° 6 (89)/64-$o 3] 


^fto unra 1461. — 9f49l4 % tf^-55? 309 ^'TT^T 5777 944 fafarfa 47 
9974 674 ?rr 5TT9T4 947 ffarfa WnW ffafaT 9474 (ifarTTH - ) 9?ff f449 19 61 

if 449 IPI fatr 99794 9rfa % far ffarfaffar (999 9479 f j ^mfgr: — 

1. 74 ffnrm fa 97979 497 f49fa armr ffaraw 4454 (fajnfa) *rfa (M 99 ) 

f499, 1966 99947949 I 

2. 97974 4«77 (49% 397977 ffafaT 4434 (99T979) 9cff fq99 1 961 % f444 
5 %4Wf4 J: Tf4r^4f444!rr4S4rf44f4R'r 514141, iqfafa: — 

"6 iffa 4 44 fa 57^9 

5Tgt 4174 47447 44 4? 44 f % fair 9947 444446 47 494tfa9 |, eft 4? 
9749 5TO, fa 4%’ 4474t sit fafa.7 49 4 44747 97947, ffaft 'faff 4447 44 % wfafaf ^ 
47997 if 7r4f999f%ffaft 99997 itfaTfa 994t | l” 


[4° 6 (89)/64-fo 3] 

fa° 44o WTT° 1 46 2. — 4fal779 % 94fa25 3 09 99997 4I7T 99T1 T77f449t 94 

44t4 979 ?rr 7R59f9 97974 447 fTqiT 341917 f4444 4434 (StIt/M 4 Rti7) 4-ff 
f444 1961 if444 am^44tlW9r6%%f44f9HTf4f^f444 44T%S, 44f4 : — 

1. ^4 fif44f 97t 4T4T9 447 f44 , f4 WT9T7 f4444 4934 (^ff 1 #! tlK^i 7) 
4fff (44t44) f444, 1 9 6 6 9^T 4T44T I 
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2. SPIRT fPfT frRtfcT sqTTTT faWN 3WT «ltT&R) Rcff fWT 1961 

% f'mr 4 % fTRf^if’TT Pm srfFr^sqrf'Tcr Mt stpRit Wpt — 

5. sVw 1 *t 5rfw 

^TfT ?TTCT W' TT q-fT W & fa RRT ^RdT RTWT W TTNlfaff ffl 
sri, fj«# TTT'jfi tt f^fsr-r 6' ^tphT srmr, fWr mt m-n ?n % -^Fwqf % fn^a 
if Pmf T f%?f r turd if s RRrr 1 1" 

[R 0 6 (89)/64-fo 3] 
fto tJRo 'D4HPTRI, 
wrfrf^mrTiRTR: f 


MINISTRY OF INFORMATION AND BROADCASTING 

New Delhi, the 1st September 1966 

G.S.R. 1463 .— In exercise of the powers conferred by the proviso to article 309 
of the Courtltutlon, the President hereby makes the following rulea further to 
amend tfae Central Information Service Rules, 1959, published with the notifica- 
tion of the Government of India in the Ministry of Information and Broadcasting 
No. G.S,R.-217(CIS), dated the 16th February, 1959, namely: — 

1. (i) These rules may be called the Central Information Service (Third 
Amendment) Rules, 1966. 

(ii) They shall be deemed to have tome into force on the 1st day of March. 
1960. 

2. In die Central Information Service Rules, 1959, to rule 4. the following 
Explanation shall be added, namely: — 

“Explanation. — In the Junior Administrative Grade, posts In the Junior scale 
(Rs. 1.100-50-1,400) and those in the Senior scale (Rs. 1.300-60-1,600) 
shall be inter-changeable.” 


[No. F. 1 /9/05-CIS/Amendment No. 19.] 
R. K. GOVIL, Under Secy. 


Neiv Delhi, the 9th September 1966 

G.S.R. 1464. — In exercise of the powers conferred by the proviso to article 309 
of the Constitution, the President hereby makes the following rules further to 
amend the All India Radio (Class I Posts) Recruitment Rules, 1963, published 
with the notification of the Government of India in the Ministry of Information 
and Broadcasting No. G.S.R. 24, dated the 23rd December, 1963 namely:— 

(1) These rules may be called the All India Radio (Class 1 Posts) Recruit- 

ment (Second Amendment) Rules. 1966. 

(2) They shall come into force on the date of their publication in the 

Official Gazette. 

2. In the All India Radio (Class 1 Posts) Recruitment Rules, 1903 in the 
Schedule, after Serial No- 6 and the entries relating thereto, the following shall 
be inserted, namely: — 
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Recruittmnt Rules for the Posts of Director and Joint Director, Farm and 


SI. Name of post No. of Classification Scale of pay Whether Ajje limit for 

No. posts’ Selection direct recruits 

Post or non- 

Sclection 

Post 


2 3 4 5 6 


Rs. 

7 Director, Farm r General '■ 1300 — 60 — 1600 Not applicable. Not applicable, 

and Home Central —100 — 1800. 

Unit. Service 

Class I 
Gazetted. 


8 Joitn Director, I Do. troo — 50 — Do. Do.] 

Farm and Home 1400. 

Unit. 






Sec. 3 (1) ] THE GAZETTE OF INDIA: SEPTEMBER 24, 1966/A9VINA 2, 1888 l62y 
Home Unit, All India Radio, Ministry of Information and Broadcasting. 


Educational 

Whether 

Period of 

Method of 

and other 

age and 

probation, 

reett. whe- 

qualifies- 

educa- 

if any* 

therby 

tions re- 

tfonal 


direct reett 

quired 

qualifies- 


or by pro- 

for direct 

tions 


motion or 

recruits 

prescri- 


by deputa-7 


bed for 


tion/transfer 


the direct 


& percent- 


recruits ' 


age of the 


will apply 


vacancies to 


in tlie 


be filled by 


case of 


various 


Promoters) 

methods 

8 

9 

10 

II 


In case of reett. by 
promotion/deputation/ 

Tansfer, grades from 
which promotion/ 
deputation/transf er 
to be made 


If a DPC Circumstan- 
exists, ccs in which 

what is OPSC is to 

'its compo- be consulted 
sition in making 
reett. 


12 


13 14 


Not appli - 
cable 

Not app- 
licable. 

Not app- 
licable. 

By transfer 
on deputa- 
tion. 

Transfer on deputation 
of a suitable officer 
holding analogous 
post under the Cen- 
tral/State Govern- 
ment. 

Not app- 
licable. 

As required 
under the 
rules. 





(Period of deputa- 
tion ordinarily not 
exceeding 4 years). 



Do. 

Do. 

Do. 

Do. 

Transfer on deputa - 
tion of a suitable 
officer in the Grade 
of Station Director 
(Ordinary Grade) 
drawing pay of not 
less than Rs. lioo/-, 

Do. 

Do. 





(Period of deputation 
ordinarily not ex- 
ceeding three years). 




[No. F. 3 /H (i)/66-RR .] 

[File No. ii( 8)/6 j-B(A)] 

J. D. JAIN, Under Secy. 

MINISTRY OF RAILWAYS 
(Railway Board) 

New Delhi, the lAth September 1966 

G.8R. 1465- — In exercise of the powers conferred by section 47 of the Indian 
Railways Act, 1890 (9 of 1890), the Central Government hereby makes the fol- 
lowing rules further to amend the Railways Red Tariff Rules, 1960, namely: 

1. The rules may be called the Railways Red Tariff (Fifth Amendment) Rules, 
1966. 

2. In the Railways Red Tariff Rules, 1960, — 

(1) for sub-rule (3) of rule 1, the following sub-rule shall be substituted, 
namey: — 

“(3) They shall apply to the carriage by rail of the dangerous goods speci- 
fied in these rules but not to the carriage of explosives and certain 
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other dangerous goods for the defence services of the Government 
of India, in respect of which separate rules have been provided in 
the Military Tariff,” 


(2) in Chapter I, in the note below rule 137, after the item "Percussion caps”, 
the item "Railway Fog Signal” shall be inserted; 


(3) in Table III at the end of Chapter III, under the main head "Class B 
(Liquids the vapours of which have flashing point at 24 4° C and higher tempera- 
ture) ’V — 


(i) the expression 'N.O.C, shall be inserted at end of the sub-head “Petro- 
leum & other hydrocarbon oils”; 

(il) in column 3 under the heading "Packing”, after paragraph (1), the 
following shall be inserted, namely: — 

“(1A) only when tendered in wagon-loads in airtight tins with suitable 
dunnage as indicated in rule 322,1.”; 

(iii) in column 7, under the heading "exceptional or additional storage and 
carriage rules”, all the existing entries shall be omitted; 

[No. 65-TGII/S1/4.} 
P. C. MATHEW, Secy. 


(xm iit») 

29 5PTCff 196 6 

wnc° i 466 .-im 3 d % 309 % jm srevi wf+tdi 

m stoPt giT Ti^qfg-, 3 MfcdK dicwm htsRT ?dwrfl % 

rpj qv; tpff <$■ fsrfa m Ppm % Pn; f^rPTfer Pm f, mfa: — 

1. IlfwuiT mtTH : 

(i) if Pm TfTTTT flWT URdT supTfdf f ("Pt* 57* ) *nff Pm 1966 

'’tin "I I I 

(ii) if Pm T PriT if STTTfsTcT ffif TT TRTO % TdldT STfl I 

2. mfv* 11 ! wtr : 

it # gw, wifNm ^ 

jfrrm 2 if 4 PtPrfe^ I i 

3. mi nufaTqf : 

:3rppftf T? TT mf faffa, Wfe TO 5 ^ 13 ^ 

fKplPpe | | 
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4. : 

(t) Ttf s^rf^T ftRr% ^ uftfarr qr «ft n w, -firm % 

FSTtf^TcT TfcT ^TTT ftqTK ^RIT | ^'t Tff Wf % sfftHWT i] HTq?T 
ifft' % T I V. u l 9j^T (fr, T4rl tR TT ftrZjft<T 4M f ftT ,' <f\T 

(«) qrr£ fsnm fwr^ *rm ^ ?r fa ftRT? % inw qftr q;^ 
TrJff' gflrfaw ?ft qT f3T?T% ^ S^rfw ?T ftprrf fw | ftrcPlft IDF <^ 
fspTT?; % gftf^rT !>, T«ffr qr tt fq^fw ^?r qr^r ftift : 

irfqR qfe %^>r *rcqm q7t §t srft fa fa*ft 3*rfar ^fr ftm % jrararr 

% I$?r sfa % ft 9PT STTEITT f , <Tt 4- 44 q!T -M 1^81 % *RTtfr ^ I 
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% sfr£ ) t TfPTR ^ 


'K 3TT sTTR" cRf 5pt 3%?- tdT3FT SPTTJr 3? | ffaFt «pff fflEft vtlff 
WT *■> u l 3T % fvTt£ 31 0r| 0 

3T ^T^HlrRT Wtafopp ^ 
^ r ^ 5(?.Fn 1- 


2 3 4 5 6 


iftMK 

1 #jft I 700 


?ll < ^'nCi HT3 *1$ ^\tIT 


1300 


ffflT 


153% 
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#farr Rrftrefat % rr rr wff % #trr 




RRT #ttft 

tffafar 

Wf fa 

RarrafR/RfRfRRfal / 

farffarfaR Rfaffaffat 

wrf RT#f 

RR^T, RfR 

fRf#-#rat 

^IRfRfRR # Rcff 

RRfafa 

fa-TR faf 

R^ fair 

faf 5ft 

R#f # RT 

fat fa farf# if RR- 

Rffarfa fa RTR^IRR 

fa%r m 


RfRfRRffa/ 

RiRfafaRRfaf#/ 

RHRT rsr 

m #fa 

RRT RSTffa 


f'RRRrR'R 

Rffafaffa/WIRIRP^ 

RRT ^TTRIR 

’fT^cnXr 


# far 

^trt £ 


R RTIW 

#T#tR 


fafw 



f'-f RT RT%RT 

«Rffa#tRr 


faffaff # 




farsrJrm^ 


fa fat 




fWt 


RW ffad 






RTt RR 






falW 




8 

9 

10 

1 1 

12 

13 

WT’jR^t 

RTPJRft 

RRMWtRT 

^STFTHRRRT : 

RTFJRlff 

ffapff % 

fVri 

#|RT 

# 

ffafY TRRRR ffaT 

fan 

fa)R RRT- 




fafRRRT MftPffat 


fafal 


% 4 U I # 

•'■H 1 R ft# RT 
faiRfaferR m- 
cttstt ®rr^r r?trrt 
fafaTHi wfmrrt 
fa# 

fat # ffarr 
fafa^RT fafat (f 
%RR# R#f3% 
%f#R ?F|#Tffa 

fRRTT RRT ft : — 
(^) RRfafacT 
RfRT, rn?o 
Rt 0 R f o nR o ; 
(U ) jRT *RT*«T 
# fffaraT ; 
(r) RfarP"ffa> 

RR RT RRRR 

■3 

(?rffa RffatT 
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8 9 10 II 12 13 


if TfBieroi h 
f mr st m 
hri 

%dT ?frrr 1) 


[r° i 6 4 Tt sft s / 1 l/^nx. aft- 1 ] 
ffo fVo rot. i 


New Delhi, the 16th September 1966 


G.S.R. 1467. — In exercise of the powers conferred by sub-section (1) of section 
47 of the Indian Railways Act, 1890 (9 of 1890), the Central Government hereby 
makes the following rules further to amend the general rules for all open lines of 
railways in India administered by the Government, published with the notification 
of the Government of India, in the late Railway Department (Railway Board) 
No. 1078-T, dated the 9th March, 1929, namely: — 

In part— I Of the said rules, for rule 419, the following rule shall be substi- 
tuted, namely: — 

419. Applicability of other General Rules.— Except as otherwise stated in 
this chapter, General Rules referring to the working of signals and 
trains under Absolute Block System of working shall also be appli- 
cable to stations equipped with ‘Lower Quadrant Signalling' as des- 
cubed in rule 422, but General Rules 1(38A), 30A, 237(3A), 248A, 
249A, 250A, 264A, 255A, 256A, 257A and 258A shall be applicable and 
nui General Rules 1(38), 30, 237(3), 248, 249, 250, 254, 255, 256, 257 
and 258. 


[No. 66-Saf ety-II/29/5 (21 ) , ] 
P. C. MATHEW, Secy. 


DEPARTMENT OF SOCIAL WELFARE 

New Delhi, the 13 th September 1960 

G.S.R. 1468. — In exercise of the powers confererd by the proviso to article 309 
of the Constitution, the President hereby makes the following rules further to 
amend the Central Braille Press (Cass II posts) Recruitment Rules, 1963, publish- 
ed with the notification of the Government of India in the Ministry of Education 
No. G.S.R. 294, dated the 7th February, 1963, namely:— 

1. (i) These rules may be called the Central Braille Press (Class II posts) 
Recruitment (Amendment) Rules, 1906, 

(ii) They shall come into force on the date of their publication In the Official 
Gazette. 

2 , In the Central Braille Press (Class H posts) Recruitment Rules. 1983, in 
the Schedule, the following items and corresponding entries should be added at 
the end, namely:— 


[No. F. 27-29/65-SW.7.] 
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Name of No, Classifies- Scale of pay Whether Age limit Educational and other 
Post of tion selection for direct qualifications required 

posts post or recruitment 

non- 

selection 

post 


I 2 

3 

4 S 

6 

7 

Braille One 

G.C.S. 

Rs. 

400 — 25 N.A. 

3 5 years and 

Essential — 

E.iitor 

Class II 

—500 30 

below (re- 

1. Degree of a recogni- 


Gazetted 

590 — EB— 

laxablc for 

sed University or 


non- 

30 — 710. 

Government 

equivalent. 


Ministerial 

servants) 

2. About 3 years jour- 


nalistic experience. 


3. Literary ability in 
Hindi. 

(Qualifications relaxable 
at the discretion of 
of the UPSC in case 
of candidates other- 
wise Well-qualified). 

Desirable — 

1. Knowledge of Bha- 
rat i and English 
Braille. 

2. A degree or a diplo- 
ma in journalism. 



Sec. -& g)l. T H£ GAZETTE OF INDIA: SEPTEMBER 24, 1966/ASVINA 2, 1888 1635 


Whether age and 
educational 
qualifications 
prescribed for 
the direct recruits 
Will apply in the 
case of promo- 
tees. 


Period of Method of reett. 
Probation, whether by 
if any. direct reett. or 
by promotion or 
transfer & per- 
centage of the 
vacancies to be 
filled by various 
methods. 


In case of reett. If a DPC 

by promo- exists, whal 

tion/transfer, is its compo 

grades from sition. 

which pro- 
motion to be 
made 


Circumstances 
in which UP 
SC is to be 
consulted in 
making reett. 


8 


9 


10 II 


12 


13 


N.A. 


Two years By direct recruit- N.A. 
ment. 


N.A. As required 

under the- 
rules. 


[No. F.27-29/05-SW.7.] 

New Delhi , the 14 th September 1966 

G.S.K. 1469 — In exercise of the powers conferred by the proviso to article 309 
of the Constitution, the President hereby makes the following rules regulating 
the method of recruitment to the General Central Service Class II posts In the 
Model School for Mentally Deficient Children, New Delhi under the Department 
of Social Welfare namely: — 

1. Short title. — (1) These rules may be called the Model School for Mentally 
Deficient Children (Class IX posts) Recruitment Rules, 1966. 

(11) These rules shall come into force on the date of their publication in the 
Official Gazette. 

2. Application. — These rules shall apply for recruitment to the posts as specified 
in column I of the Schedule annexed hereto. 

3. Number, Classification and Scale of pay. — The number of posts, their classifi- 
cation and the scale of pay attached thereto shall be as specified in column 2 to 
4 of the said Schedule. 

4. Method of recruitment, age limit and other qualifications. — The method of 
recruitment, age limit, qualifications and other matters relating to the said posts 
shall be as specified in columns 5 to 13 of the Schedule aforesaid. 

Provided that the upper age limit prescribed for direct recruitment may be 
relaxed in the case of candladtes belonging to Scheduled Castes/Tribes and other 
special categories in accordance with the orders issued by the Central Government 
from time to time. 

5. Disqualifications. — (a) No person, who has more than one wife living or 
who, having a spouse living marries In any case in which such marriage is void 
by reason of its taking place during the life time of such spouse, shall be allglble 
for appointment to the post; and 

(b) no woman, whose marriage Is void by reason of the husband having a 
wile living at the time of such marriage or who has married a person who has 
a wife living at the time of such marriage shall be eligible for appointment to 
the post: — 

Provided that the Central Government may if satisfied that there are special 
grounds for so ordering, exempt any person from the operation of this rule 
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RECRUITMENT RULES FOR THE POST OF PRINCIPAL, MODEL SCHOOL FOR 
OF SOCIAL WELFARE, 


Name of No. Classification Seale of Whether Age limit Educational and other 
Post of Pay Selection for direct qualifications required 

Posts Post or recruits for direct recruits 

non- 

Selection 

Post 


1 2 3 

4 5 

6 

7 

Principal One General 

Rs. 400 — 25 N.A, 

40 years and 

Essential: 

Central 

—500—30— 

b;low 

(i) Master’s degree 111 

Service 

590— EB — 

(Relaxable 

Psychology from a 

Class II, 

—30—830— 

for Govern- 

recognised university 

(Gazetted), 

35—900. 

ment ser- 

or equivalent quali- 

(non- 


vants). 

fications. 

Ministerial). 



(ii) Degree/Diploma/ 


Certificate in the edu- 
cation of Mentally 
Deficient Children. 


(iii) At least 3 years’ 
experience of teaching 
mentally retarded or 
backward children. 

(Qualifications relaxable 
at Commission’s dis 
crction in the case of 
candidates otherwise 
well qualified). 

Desirable \ 

Degree or Diploma In 
Education. 
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MENTALLY DEFICIENT CHILDREN, NEW DELHI IN THE DEPARTEMNT 


Whether age and 

Period of 

Method of reett. 

educational 

proba- 

whether by di- 

qualifications 

tion, if 

rect reett. or by 

prescribed for 

any 

promotion or 

the direct rec- 

by deputation/ 

ruits will apply 


transfer & per- 

in the case of 


centage of the 

promotees 


vacancies to be 
filled by various 
methods 

8 

9 

IO 


In case of If a DPC Circumstances 

reett. by pro- exists what is in which 
motion'dcpu- its composition UPSCistobc 
tation/trans- consulted in 

fer, grades making reett. 

from which 
promotion/de- 
putai ion / transfer 
to be made 


11 12 13 


N.A. 


Two years By direct re- N.A. 
cruitmenf. 


N.A. As required 

under the 
rules. 


|N0. F. 10-9/66-SW.7.] 
H. CHAKRAVARTY, Under Secy. 


CENTRAL BOARD OF EXCISE AND CUSTOMS 

Customs 

New Delhi, the 17th September 1906 

G.S.R. 1470 — In exercise of the powers conferred by sub-section (2) of section 
146 of the Customs Act. 1962 (52 of 1962), the Central Board of Excise and Cus- 
toms hereby makes the following regulations to amend the Custom House Agents 
Licensing Regulations, 1965, namely: — 

1. These regulations may be called the Custom House Agents Licensing 
(Amendment ) Regulations, 1 966. 

2. In the Custom House Agents Licensing Regulation, 1965.— 

(a) in regulation 14, for the words “a temporary licence for a specified 
period and subject to the condition that he shall act as a Custom 
House Agent only in respect of such consignment or set or series of 
consignments of goods as may be specified in the licence”, the words 
and letter “a temporary licence in Form -H to act as a Custom House 
Agent subject to the conditions specified in the licence” shall be 
substituted; 
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(b) after Form G, the following form shall be inserted, namely: — 

“ Form H 

( See Regulation 14) 

TEMPORARY LICENCE TO ACT AS CUSTOM HOUSE AGENT 

Shri/Sarvashri is/are hereby granted this 

temporary licence to transact business at 

Custom House in pursuance of regulation 14 of the Custom House 
Agents Licensing Regulations, 1965, made under section 146 of the 
Customs Act, 1962 (62 of 1982). 

CONDITIONS 

1. This licence shall be valid upto 

2, The grantee/grantees shall act as a Custom House Agent/Custom 

House Agents only in respect of the consignment or set or series 
of consignments of goods specified below. 

(Here enter) 


*3, The Custom House work shall be transacted through one of Ihe 
following persons: — 

Names of persons Specimen 

Signature 


( 1 ) 

( 2 ) 

( 3 ) 

(4) 

(5) 


•Applicable only in the case of a firm or company.” 

[No. 178 F. No. 28/11/66-Cus. VI.] 
D. N. LAL, Secy. 


Ministry of Labour, Employment and Rehabilitation 
(Directorate General of Employment and Training) 

New Delhi, the 15th September 1966 

G.S.R. 1471. — In exercise of the powers conferred by sub-sections (1) and (2) 
of section 24 of the Apprentices Act, 1961 (52 of 1961) read with rules 3 and 6 
of the Central Apprenticeship Council Rules, 1962, the Central Government here- 
by appoints the Chief Training Officer, Hindustan Shipyard Limited, Visakha- 
patnam-5, as a member of the Central Apprenticeship Council and makes the 
following further amendment in the notification of the Government of India in 
the late Ministry of Labour and Employment (Directorate General of Employ- 
ment and Training) No. G.S.R. 957, dated the 28th June, 1965, namely:— 

In the said notification — 

Under the heading "(a) Representatives of employers in establishments in the 
public sector”, for the existing entry against item 7, the following entry shall be 
substituted, namely: — 

‘‘Chief Training Officer, Hindustan Shipyard Limited, Visakhapatnam-5.” 

[No. 24(l)/65-AP.] 

GS R. 1472. — In exercise of the powers conferred by clause (e) of section 2 of 
the Apprentices Act, 1961 (52 of 1961) and after consultation with the Central 
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Apprenticeship Council, the Central Government hereby 
trades as designated trades for the purposes of the said 

specifies the following 
Act, namely: — 

Trades 

Code number(s) of 

•National Classification of Occupations 

Group No. 5 — Building and furniture trades Groups 




3 Brick Mason/Building Constructor 



791-20 

Group No. 6 — -Maintenance Trades group — - 




2. Mechanic (Textile Machinery) 



753-64 

3. Mechanic Maintenance (Chemical Plant; 



753-58 

Group No- 13 — -Power Plant trades Group 




1. Boiler Attendant ..... 



871-20 and 




871-30 

Group No. 14 — Printing trades group 




(i) Typesetting group 




1. Compositor Hand ..... 



. 801 - 10 

2. Lino Operator ..... 



8oo-iq 

3. Mono Operator ..... 



. 800-20 

4. Mono Caster 



. 800-30 

(ii) Priming group 




5. Letterpress Machineman 



8 03 ■ 20 and 

(Plantcn & Cylinder) .... 

* • 


803 ■ 30 

(ili) Photo Mechanic group 




6 . Process Cameraman 

♦ 


. 805-10 

7. Retoucher Lithographic .... 



. 80630 

8. Engraver ....... 

> • 


. 806-20 

(iv) Binding group 




9. Book Binder ...... 

. 


. 808-10 


•The reference is to National Classification of Occupations adopted by the 
Government of India, Ministry of Labour, Employment and Rehabilitation, 
Directorate General of Employment and Training. 

[No. 2 ( 3 )/ 95 -AP.] 
G. JAGANNATHAN, Under Secy. 


(Department of Labour and Employment) 

New Delhi, the 17 th September 1966 

G.SJR 1473 . — In exercise of the powers conferred by section 30 of the Minimum 
Wages, Act, 1948 (11 of 1948 ), the Central Government hereby makes the 
following rules further to amend the Minimum Wages (Central) Rules 1950 , the 
same having been previously published as required by sub-section (i) of that 
section, namely: — 

1 . These rules may bo called the Minimum Wages (Central) Amendment Rules, 
1966 . 

2 . (i) In the Minimum Wages (Central) Rules 1950 , — for sub-rules (1) and 
(2) of rule 26 , the following sub-rules shall be substituted, namely: — ■ 

"( 1 ) A Register of Wages shall be maintained by every employer at the 
workspot.in Form X; 

( 2 ) A Wage slip in Form XI shall be issued by every employer to every 
person employed by him at least a day prior to the disbursement of 
wages”; 

(ii) for Forms X and XI, the following forms shall be substituted, namely: — 
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Form 

Register of 
r Rule 


Wage period from 10 


SI. 

No. 

Name of the 
employee 

Father’s/ 

Husband’s 

name 

Designation Minimum 

rates of 
wages 
payable 

Rates 
of wages 
actually 
paid 

Total 
attendance 
units of 
work 




Basic D.A. 

Basic 

D.A. 


I 

2 

3 

4 5 6 

7 

8 

9 
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i64i 


Watts 
26(1) ] 


Name of Esatblishmeiit . . 

Piece 


Over 

Gross 

Deductions 


Wages 

Date 

Signature/ 

time 

wages 



- 

— paid 

of 

or Thumb 

worked 

payable 

Employees H.R. 

other 

Total 

paid 

payment 

impres- 



contribu- 

deduc- 

deduc- 



sion of 



tion to 

tion 

tion 



employee 



P.F. 






10 

II 

12 13 

14 

15 

16 

17 

18 


Form XI 
Wage Slip 
|R*le S»6(»)l 

Name of the establishment 

Place 

1. Name of employee with father's/husband’s name 

2. Designation. 

3. Wage Period, 

4. Rato of wages payable: 

(a) Basic 

(b) D.A. 

5. Total attendance/units of work done, 
fi. Overtime wages. 

7. Grose wages payable. 

8. Total deductions. 

9. Net wages paid. 

Pay-in-charge Employee's signslure/thumb impression - 

[No. LWI(I)3(i»)65.] 
O. P. TALWAR, Under Secy. 
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MINISTRY OF FINANCE 
(Department of Co-ordination) 

New Delhi , the 22nd Auyist U)6G 

G.S.H. 1 PM.— In exercise of the powers conferred by the proviso to article 20!) 
of the Constitution, the President hereby makes the following rules regulating 
the method of recruh ment to the posts of (i) Assistant Director, (h)' Senior 
Investigators and (iii) Junior Investigators in the Ministry of Finance (Depart- 
ment of Co-ordination), namely:— 

1. Short Title. — These rules may be called the Ministry of Finance (Depart- 
ment of Co-ordination 1 (Assistant Director, Senior Investigators and Junior 
Investigators) Recruitment Rules, 1966. 

2. Classification and Scales of Pay.— The classification of the post and the scales 
of pa;; attached thereto shall be as specified in columns 3 and 4 of the Schedule 
howto annexed. 

3. Method of recruitment, Age limit, Qualification etc. — The method of recruit- 
ment io the said post, age limit, qualifications and other matters connected there- 
with shall be as specified in columns 5 to 13 of the Schedule aforesaid: 

Provided that the upper age limit specified in Column 8 of tho said Schedule 
may be relaxed in the case of candidates belonging to the Scheduled Castes or 
Scheduled Tribes and other special categories in accordance with the general 
orders of tne Central Government issued from time to time. 

-i. ?. > is h u ai ifi cations . — (i) No person who has more than one wife living, or who. 
having a spouse living, marries in any case in which such marriage is void by 
reason of its taking place during the lifetime of such spouse, shall be eligible for 
appoiniment to the said post; and 

(ii) No woman whose marriage is void, by reason of the husband having a wife 
iivlpg at the time of such marriage, or who has married a person who has a wife 
living at the time of such marriage, shall be eligible for appointment to the said 
post. 

Provided that the Central Government may, if satisfied that there are special 
grounds for so ordering, exempt any person from the operation of thia rule. 

5. Power to Relax. — Where the Central Government is of opinion that it is 
necessary or expedient so to do, it may, by order, for reasons to be recorded in 
writing and in consultation with the Union Public Service Commission, relax 
any of the provisions of these rules in respect of any class or category of persons. 



Recruitment rules for the posts of Assistant Director, Senior investigator and Junior Investigator in the Ministry of Finance (Department of 

Coordination') 


Name of 

No. 

Classi- 

Scale of 

Whether 

Age 

Educational and 

post 

of 

posts 

fication 

Pay 

selec- 
tion 
post or 
non- 
selec- 
tion 
post 

limit 

for 

direct 

recruits 

other qualifi- 
cations requir- 
ed for direct 
recruitment 


1234 5 6 


Whether Period 

Method of 

In case of 

If a Circa n stances 

age and 

of pro- 

recruitment 

recruitment 

DPC 

in which 

educa- 

ba Ration 

, whether by 

by promo- 

exists. 

UPSCis to 

tional 

if any 

direct rrerrit- 

tion deputa- 

what is 

be consulted 

qualifica- 


ment or by 

tion/transfer 

its com- 

in mailing 

tions pre- 


promotion or 

grades from 

position 

recruitment 

scribed 


by deputa- 

which pro- 



for the 


tion/transfer 

motion depu 



direct re- 


and age 

tat ioit:' trans- 



emits will 

of the vacan- 

fer to be 



apply in 


cies to be 

made 



the case 


filled by va- 




of pro- 


rious 




motees 


methods 




S 

9 

10 

II 

12 

13 


Assistant Three GCS Rs. 400 — Selec- 
EHrector. Class I 41x3—450— tion 

GaZet- 30 — 600 — 
ted 35 — 670— 

HB-35- 
95 °' 


35 years Essentia! : So 

(Relax- ( 1 ) Master’s de- 
able for groe in Statis- 

Govem- tics or Mai he- 
rn ents matics/Econo- 

servancs. mics/Com nitr- 

es (with Sta- 
tistics’i, ■Socio- 
logy of a recog- 
nised Univcr- 


iit". 

OR 

Degree -if a re- 
cognised Uni- 
versity with 
Mathematics/ 
Statist's as a 
hLLojeCt uilvi 2 

years* post gra- 
trjir.i-ig 
m ifatiorich ac 
a recognised 
Institution. 


Two 

years. 


Promotion Promotion : 


33* % transfer 
on deputation 
failing which 
by direct re- 
cruit ment- 
al % 


Senior Inves- 
tigators, with 
4 years’ ser- 
vice in the 
grade. 

Transfer on 
deputation 
from among 
suitable aflK- 


Olavs I 
DPC 


cers holding 
in ting ous 
posts under 
the Central: 
State Go- 


vernments. 
(Period of de- 
putation : 

■r Jiuarily 
nui exceed - 
ing three 
y tarsi. 


As required 
under the 
Rules. 
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(it) About 2 yrs.’ 
research expe- 
rience in ap- 
plied Statistics 
or any of the 
subjects men- 
tioned above. 

OR 

About 3 years’ 
practical expe- 
rience in a res- 
ponsible capacity 
directing large 
scale surveys or 
research studies 
on Economic 
and Social Pro- 
blems. (quali- 
fications re- 
Iaxable at Co- 
mmission’s dis- 
cretion in case 
of a candidates 
otherwise well 
qualified). 

Desirable 
Doctorate in any 
of the subjects 
mentioned 
above. 


Senior 

Four CCS 

Rs. 325 — 

Selec- 

30 j’sars 

Essential No. 

Investiga- 

Class II 

15 — 475 — 

tion 

(Relax- 

(t) Master’s de- 

tors. 

(non- 

gazet- 

ted) 

Non- 

Minis- 

terial. 

EB — 20 — 
575 - 


able for 
Govern- 
ment ser- 
vants). 

gree in Statis- 
tics or Mathe- 
matics /Econo- 
mics/Commer- 
ce (with Sta- 
tistics) of a re- 
cognised Uni- 



Two Promotion — Promotions', Class As required 

years. 25% Trans- Junior Inves- II DPC under the 
fer on deputa- tigators with Rules, 

tion failing three years’ 
which by di- service in the j 

rect recruit- grade. j 

ment — 75 %. Transfer on \ 

deputation 

From amongst j 
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Junior h’ourf General Rs. 210 — 

Inrestiga- Central 10 — 290 — 

tor. Service’? 15 — 320 — 

Class III EB — 15 — . 
Non- 425. 
gazetted 
Non- 


s etsity or 

equivalent. 

OR 

Degree of i re- 
cognised uni- 
versity with 
mathematics: 
Statistics as a 
subject and 2 
s ears’ Post gra- 
duate training 
in Statistics at 
a recognised 
Institution. 

(if) About two 
years’ expe- 
rience of Sta- 
tistical work, 
involving col- 
lections, com- 
pilation and 
interpretation of 
Statistical data. 

(Qualifications 
rehxable at 
Commission's 
discretion in 
case of candi- 
dates other- 
wise well qua- 
lified). 


Between Lisenluti Xo. 

19 — 25 University de- 
years. gree with Ma- 

thematics at 
least upto Ma- 
triculation/ 

Higher Secon- 


suitable Offi- 
cers holding 
analogous 
posts under 
Central/ State 
Government. 
(Period of 
deputation 
ordinarily 
not exceed- 
ing three 
yearsX 


II 

i 

It 
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I 


4 


5 


6 


Minis- dary Standard, 

reria). Oenrot/c : 

First or Second 
Class degree 
in Economics; 
AlarJjcmatics,' 
Statistics. 'Co- 
mmerce. 



- - || 

[No. 24/3/64-E&C.J |j 

R. KALYANASUNDARAM. Under Secy. ", 


i) 


I 

i| 

,[ 

I j 
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(Department of Revenue and Insurance) 

New Delhi , the 17 th September 1966 

G.S.R. J 475 .— 111 exercise of (he powers conferred hy sub-section (II of Section 
T.'i of the Centre] Sale? Tax AH, 4056 (74 of liiSG A , the Central Government hereby 
makes the following further amendment in the Cential Sales Tax (Registration 
and Turnover) Rules, 1 ‘<57, namely: — 

Itr the said Rules,— in the- proviso to sub-rule (1) of rule 12, for the figures, 
letters and word “30th September, 1966”, the figures, letters and word “30th Sep- 
tember, 1967” shall be substituted. 

[No. F(8)/21/H6-ST.| 
M. S. SIVARAMAKRISHNA, Dy. Secy. 


(Department of Revenue and Insurance) 

Customs 

New Delhi, the 24 th September 1966 

G.S.R. 1476. — Itj exercise of the powers conferred by clause (b) of section 7 of 
the Customs Act, 1962 (52 of 1962), the Central Government hereby makes the 
following amendment to the notification of the Government of India in the Minis- 
try of Finance (Department of Revenue) No. 13-Customs dated the 23rd January, 
1965, namely: — 

In the table annexed to the said notification under the heading '‘24-Paraganas” 
for Serial No. 18 and the entries relating thereto, the following snail be substitut- 
ed, namely: — 

“18. MOIPIT. The inland waterway from the 

junction of Sheiafulla Khal 
and Olian Nallah to Satkhira 
Sub-division in East Pakistan 
across the river Raimangal 
via Terobanki and Behari- 
khal.". 

[No. 175/F. No, 2/4 /66-L.C.I.] 
M. S. SUBRAMANYAM, Under Secy. 


(Department of Revenue and Insurance) 

Customs 

New Delhi, the 24th September 1966 

G.S.R. 1477. — In exercise of the powers conferred by sub-section (i) of section 
25 of the Customs Act, 1962 (52 of 1962! and in supersession of the notification 
of the Government of India in the Ministry ol Finance (Department of Revenue), 
No. 270-Customs, dated the 25th October. 1958, the Central Government, being 
satisfied that it is necessary in the public interest so to do, hereby exempts goods 
specified in column (1) of the Table hereto annexed when imported into India 
from so much of the duty of customs leviable thereon as Is specified In column (3), 
subject to the limitations and conditions specified In column (2) thereof, namely: — - 

The TABLe 


Goods 

(i) 


Goods not produced or manu- 
factured in India, which are 
private personal property and 
which prior to their import 
into India have been exported 
therefrom. 


Limitations and Conditions 

(2) 


Provided that the proper 
officer of customs is satis- 
fied : — 

1 1 ) as to the identity of 
the goods; 

(z) that no drawback of 
duty was paid on their 
export; 


Extent of exemption 

(3) 


(0 in the case of goods, other 
than those in (it) below 
on which any alterations, 
renovations, additions or 
repairs have been executed 
subsequent to their export 
so much as is in excess 
of the duty of customs which 
would be leviable if the 
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3j iliji rhr ownership of 
die goods has tv t chan- 
ged between the lime of 
export and re -import, 
or if it lias changed that 
it has remained in 
the family of the 
exporter; 


U ) that the goods are 
being imported for per- 
sonal use and not far 
sale; and 

(5) that not more than 
three years have elapB- 
ed since the goods were 
exported. 


value of the goods were 
equal to the cost of such 
alterations, renovations, ad- 
ditions or repaint 

(ii) in the case of goods* repair- 
ed on a “free of charge” basis 
in accordance with the terms 
of warranties given by the 
manufacturers or by their 
accredited sales agents in 
accordance with established 
trade practice pertaining to 
the goods, the whole of 
the duty of customs; 


' lie) 111 other cases, the whole 
of the duty of customs, 


[No.t 74 /F.No.i 5 /i 8 / 63 -Cus.IV,] 

D, N. LAL, Dy. Secy. 


(Department of Revenue and Insurance) 

Customs and Central Excises 
JVew Delhi, the 24 th September 196$ 

G SR. 1418. — In exercise of the powers conferred by sub-scelion (2) of section 
7$ read with sub-section (3) of section 160 of the Customs Act, 1062 (32 of 1962) 
and section 37 of the Central Excises and Salt Act, 1644 (1 of 1944), the Central 
Government hereby makes the following further rules further to amend the 
Customs and Central Excise Duties Export Drawback (General) Rules, 1960. 

1. These rules may be called the Customs and Central Excise Duties Export 
Drawback (General) eighty-ninth Amendment Rules, 1966. 

2. In the First Schedule to the Customs and Central Excise Duties Export 
Drawback (General) Rules, 1960, for Serial No. 18 and the entries relating thereto, 
the following shall be substituted, namely; — 

”18 Silver articles, that is to say, Rupees two hundred and sixty-eight 
jewellery, ornaments or other and twenty-six paise per Kg of silver 
articles made wholly or partly content in the article, 
from silver. 

Provided that — 

(a) drawback at this rate shall be paid in respect of only such silver arti- 

cles as have been manufactured by or on behalf of a person who has 
been registered for the purpose of these rules by the Collector of 
Customs of the port at which such person has imported silver for such 
manufacture; 

(b) the exporter produces before the Collector of Customs at the time of 

exportation of silver articles, a permit granted to such person on or 
after 4th October 196B by the Reserve Bank of India for the import 
o! a quantity of silver sufficient to account for, in terms of weight, 
the quantity' of silver used in the manufacture of such articles; and 
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(e) the identical quantity of imported silver, in terms of weight has not 
been similarly correlated to, and accounted for against any other 
previous exportation of silver article.’ 1 


[No. 91/F. No. 1/41/65-DBKJ 
G. P. DURAIRAJ, Dy. Secy. 


(Departni.n 1 . oi Revenue and Insurance) 

Central, Excises 

New Delhi , the 24th September 1966 

G.S.R. 1479. — In exercise m the powers conferred by sub-rule (1) of rule 8 of 
the Central Excise Rules, 1941, the Central Government hereby exempts motors, 
rotors and stators [falling under Item No. 30 of the Fi st Schedule to the Central 
Excises and Salt Act, 1944 (1 of 19441] from the whole of the duty of excise 
leviable thereon If such moto~s, rotors or stators are used in the factory of pro- 
duction as component parts In the manufacture of refrige, ators, air-conditioners, 
or refrigerating or air-conditioning appliances or machinery [falling under Item 
No. 29A of the said Schedule] on which the whole of the duty of excise is leviable. 

„ 2. This Not ideation shall bj deemed to have come Into force on the 1st day of 

December. 1962. 


[No. 139/66, J 


G.S.R. 1480.--In exercise of the power’ conferred by sub-rule (1) of rule 8 of 
the Central Excise Rules, 1944, the Central Government hereby exempts rotors 
and stators [railing under Item No. 30(4) of the First Schedule to the Central 
Excises and Salt Act, 1944 (1 of 1944)] from the whole of the duty of excise 
leviable thereon if such rotors o • stators are used in the factory of production ts 
component parts in the manufacture of compressors [falling under Item No. 29A 
( 3 ) of the said Schedule] on which the whole of the duty of excise is leviable. 

2. This Notification shull be deemed to have come into force on the 1st day ol 
April. 1904. 


No. 140/66.1 
BHARAT DAS, Under Secy. 


(Department of Revenue and Insurance) 

Central Excises 

New Delhi, the 24 th September I960 

G.S R. 1481 .—In exercise of the powers conferred bv sub-rule (1) of rule 3 of 
the Central Excise Rules, 1944, read with sub-section (3) of section 3 of the Addi- 
tional Duties of Excise (Goods of Special Importance) Act, 1957 (58 of 1957). ihe 
Central Government hereby makes the following further amendment in the Noti- 
fication of the Government of India in the Ministry of Finance (Department of 
Revenue and Insurance) No. 77/60-Centrsl Excises, dated the 7th May, 1966. 
namely: — 

In the said Notification, for the figures, letters and word “7th August, I960” the 
figures, letters and word “31st October, 1906” shall be, and deemed always to have 
been substituted. 


[No. 142/86-F. No. 12/20/6H-CX.II. | 
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Q.SR. 1482 — Tn exercise of the powers conferred by sub-rue (1) of rule 8 of 
the Central Excise Rules, 1944, the Central Government' hereby exempts stamping 
pastes falling under Item No, 14 of the Firsc Schedule to the Central Excises and 
Salt Act, 1944 (1 of 1944) from the whole of the duty of excise leviable thereon: 

Provided that — 

(1) nc. process in or in relation to the manufacture of which, including 

packing, is ordinarily carried on with the aid of power; 

(2) the appropriate duty on the other excisable goods used in the manu- 

facture thereof has been paid; and 

(3) such pastes are intended for use in the stamping of textile fabrics. 

[No. 147/68-C.E. F. No- 1/12/6B-CX.VI.', 


DAYA SAGAR, Under Secy 
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